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PART 1- -Section 3 
Notifications relating to Non -Statutory Rules, Regulations, Orders and Resolutions issued by the 

Ministry of Defence 


MINISTRY OF DEFENCE 
No. 1148 dated 10th May 1969 . - The following further 
amendment is made to the Government of India , Ministry of 
Defence , Notification No . 1001 , dated the 20th May 1961, 
laying down equivalent ranks in the General Reserve Engineer 
Force and the Regular Army for purposes of the Army Act, 
1950 , as applied to the General Reserve Engineer Force , 
namely : 

After the item " Civilan Officer Grade III" and the entry 
relating thcrcto , the following item and entry shall be in 
serted , namely : 

"Medical Officer Grade III – Lieutenant" . 


D . R . MITAL , Under Secy . 
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